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Since 1852 Smith & Wesson has been a pioneer in hand- 
gun development. Through nearly a century and a half 
the people at Smith & Wesson have never ceased in their 
quest for better designs, efficient calibers and improved 
materials. This ongoing effort was, and is, designed to 
deliver products that meet or exceed our customers expec- 
tations. 


In 1952, Smith & Wesson introduced the Airweight® 
revolvers featuring aluminum alloy frames and steel 
cylinders. Thirteen years later, Smith & Wesson 
produced the first stainless steel handgun, a technologi- 
cal advancement soon copied by others. In 1998, the steel 
cylinders of the Airweight’s were replaced with titanium, 
resulting in AirLite Ti" products that delivered Smith & 
Wesson performance in an even lighter revolver. 


The latest step in this technological evolution is the intro- 
duction of products that use scandium to produce the 
strongest, lightest revolvers known, the AirLite Sc” Series 
from Smith & Wesson. 


Scandium is an element that is located between 

calcium and titanium in the Periodic Table of Elements. 
The possibility of its existence was predicted in 1871 but 
it wasn’t until 1879 that Swedish Chemist, Lars Nilson, 
actually discovered this mysterious element after refining 
it from the mineral Euxenite. The source of this mineral 
was Scandinavia so Nilson named the new element 
Scandium. 


Pure scandium is extremely difficult to refine. Its overall 
concentration in the Earth’s crust is roughly 5 parts per 
million. That means 500 tons of material would have to 


j-—— .0465+.0010 
| 
--||-— .0955:.0010 


||[*—_— - 141.001 


view SD 


SCALE: 4/1 


0400. 


__{R 1.0630) 


Ry [SSSSeBe + 2AG+4s¥ eHhTseee 
A BUS Be Skies Fe¥HR | SOLSer ES 


ss 


BDLTDEQSH ster mown oun [lB seaawers r000 fh Dyce saver 


be processed to obtain 5 pounds of scandium. The market 
price of scandium today is in excess of $7,000 a pound. 


Russia discovered a major source of scandium in the 
Ukraine and started the original investigations of scandi- 
um-aluminum alloys in the early 1970’s. What soon 
became apparent to the Russian Scientists was that when 
very small amounts of scandium were combined with 
some aluminum alloys, major changes took place. The 
results were alloys in which there were great increases in 
tensile strength and enhanced superplastic performance. 
This meant far greater fatigue resistance and pressure 
containment capability. These discoveries rapidly result- 
ed in the use of these new, stronger, light- 

weight alloys 
in the MIG 
fighters 
and 


Russian mis- 
siles. With the 
fall of the Iron 
Curtain and 
the release of coun- 
tries such as Ukraine 
from Communist 
control this unique element 
was made available to the world. 


EUTURE 


results, the most important being a new alloy with a much 
finer grain structure which means greater strength and a 
reduction or elimination of long term fatigue effects. The 
scandium alloy is a material that is lighter in weight than 
titanium or steel but with tensile strength and fatigue 
resistance that make it an ideal candidate for firearms 
fabrication. 


Fast forward to the 
late 1990’s where 
Smith & Wesson had 
just released its first 
generation of AirLite 
titanium and aluminum alloy revolvers. 


We were searching for stronger é . ue lh peace 
lightweight metal systems to continue the = . 
AirLite concept into Magnum calibers. 
It was during this time that company 
engineers obtained the first samples of 
scandium alloy and the first AirLite Sc 
Magnum revolvers were built. The startling result was a 
small frame, under 12 ounce revolver that could safely 
fire full load 158 grain 357 Magnum*® rounds. 


So how does a little scandium produce this 


remarkable increase in strength in aluminum alloys? What this means to firearms owners is the avail- 
Regular aluminum alloys have a grain structure that can ability of strong, lightweight revolvers chambered in .357 
be coarse and non-uniform, not a desirable property for S&W Magnum. When a scandium frame is combined 
yield strength. Even more problematic, this structure has with a titanium cylinder, the result is the lightest weight, 
a tendency to weaken over time through use. Adding a full feature, full size revolver in .357 S&W Magnum avail- 
tiny amount of scandium to the alloy produces several able. And you get to choose from small frame five shot or 


medium frame seven shot revolvers conceived, designed 
and manufactured by Smith & Wesson, the world’s lead- 
ing name in revolvers. 


Seco 
s 3, = = eal Once again, Smith & Wesson has combined its 
tradition of quality craftsmanship with innovative 
design and high tech processes and materials to 
forge a new future. 


“THE WEIGHT OF 
THINGS TO COME” 


MODEL 340 

.3857 Magnum® 

.38 S&W Special +P 
AirLite Sc” 


Action: Single Action, 
Double Action 

Frame: J-Small 

Capacity: 5 Rounds 

Barrel Length: 1-7/8" 
Hammer: Internal 

Trigger: .312" Smooth Target 
Front Sight: Pinned Black 
Serrated Ramp 


Rear Sight: Fixed Notch 

Grips: Hogue Bantam 

Weight: Approx. 12.0 oz. 

Other Features: Lanyard Pin 
Overall Length: 6-5/16" 

Material: Scandium Alloy Frame, 
Barrel Shroud and Yoke; 
Titanium Cylinder 

Finish: Matte Stainless/ Grey 


DESCRIPTION 
1-7/8"- Hogue Bantam Grips 


MODEL SKU# 
Model 340 #103060 


MODEL 340PD 

.397 Magnum® 

.38 S&W Special +P 
AirLite Sc” 
"Personal Defense" 


Grips: Hogue Bantam 

Weight: Approx. 12.0 oz. 

Other Features: Lanyard Pin 
Overall Length: 6-5/16" 

Material: Scandium Alloy Frame, 
Barrel Shroud and Yoke; 
Titanium Cylinder 

Finish: Black/ Grey 


Action: Single Action, 
Double Action 

Frame: J-Small 

Capacity: 5 Rounds 

Barrel Length: 1-7/8" 
Hammer: Internal 

Trigger: .312" Smooth Target 
Front Sight: Red Ramp 

Rear Sight: Fixed Notch 


MODEL SKU# DESCRIPTION 
Model 340PD #103061 


1-7/8"- Hogue Bantam Grips 


MODEL 386PD 
.307 Magnum® 

.38 S&W Special +P 

AirLite Sc” 


"Personal Defense" 


Grips: Hogue Bantam 

Weight: 17.5 oz. 

Overall Length: 7-1/8" 

Material: Scandium Alloy Frame, 
Barrel Length: 2-1/2" Barrel Shroud & Yoke; Titanium 
Hammer: .375" Target Cylinder; Stainless Steel Barrel 
Trigger: .312" Smooth Target Liner 

Front Sight: Red Ramp Finish: Matte Stainless/ Grey 
Rear Sight: Adjustable Black 


Action: Single Action, 
Double Action 

Frame: L-Medium 
Capacity: 7 Rounds 


__ MODEL SKU# DESCRIPTION 


Model 386PD #103069 2-1/2" Hogue Bantam Grips 


Action: Single Action, 
Double Action 

Frame: J-Small 

Capacity: 5 Rounds 

Barrel Length: 1-7/8" 
Hammer: .240" Semi-Target 
Trigger: .312" Smooth Target 
Front Sight: Pinned Black 
Serrated Ramp 


MODEL SKU# 
Model 360 #103065 


DESCRIPTION 


.38 S&W Special +P 


1-7/8"- Hogue Bantam Grips 


MODEL 360 
.357 Magnum® 


AirLite Sc” 


Rear Sight: Fixed Notch 
Grips: Hogue Bantam 
Weight: Approx. 12.0 oz. 
Other Features: Lanyard Pin 
Overall Length: 6-5/16" 
Material: Scandium Alloy Frame, 
Barrel Shroud and Yoke; 
Titanium Cylinder 

Finish: Matte Stainless/ Grey 


Hi- Viz? Front Sight 


MODEL 360 
KIT GUN 
.397 Magnum® 


.388 S&W Special +P 


Action: Single Action, 

Double Action 

Frame: J-Small 

Capacity: 5 Rounds 

Barrel Length: 3-1/8" 
Hammer: .240" Semi-Target 
Trigger: 312" Smooth Target 
Front Sight: "Light Gathering" 
Hi-Viz° Orange Dot 


SKU # DESCRIPTION 
#103067 


Model 360 


Action: Single Action, 

Double Action 

Frame: L-Medium 

Capacity: 7 Rounds 

Barrel Length: 3-1/8" 
Hammer: .375" Target 
Trigger: 312" Smooth Target 
Front Sight: "Light Gathering" 
Hi-Viz° Green Dot 


SKU # DESCRIPTION 
#103687 


Model 386 


Hi- Viz? Front Sight 


.38 S&W Special +P 


3-1/8"- Hogue Bantam Grips 


AirLite Sc” 


Rear Sight: Adjustable V-Notch 
Grips: Uncle Mike's Combat 
Weight: 14.5 oz. 

Other Features: Lanyard Pin 
Overall Length: 7-1/2" 

Material: Scandium Alloy Frame, 
Barrel Shroud and Yoke; 
Titanium Cylinder 

Finish: Matte Stainless/ Grey 


3-1/8"- Uncle Mike’s Combat Grips 


MODEL 386 
.3897 Magnum® 


Mountain Lite 
AirLite Sc” 


Rear Sight: Adjustable V-Notch 
Grips: Hogue Bantam 

Weight: 18.5 oz. 

Overall Length: 8-1/8" 

Material: Scandium Alloy Frame, 
Barrel Shroud & Yoke; Titanium 
Cylinder; Stainless Steel Barrel 
Liner 

Finish: Matte Stainless/ Grey 


